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Building Maintenance Committee 
October 17, 2013 

Town Manager’s Conference Room 
AGENDA 


1. ) Minutes 

2. ) Follow Up from meeting with School Dude 

3. ) Maintenance Policy & Protocol Discussion 

4. ) Next Steps 


